From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: David Moody <MOODY@Admin.Rose-Hulman.Edu> 
Subject: Re: 3MP1 vs 3MP7 

Message-ID: <Q1118G1KV3K68Y541G@ADMIN.Rose-Hulman.EDU> 


>was placed over a P7 screen to block the bright blue flash. Depending on 
>the waveform being viewed, a P7 screen can have its uses. 

>73, John Martin 

> jmartin@hrlban1.aircrew.asu.edu 


Another use for P7 screens was in the early days of Slow Scan TV. Since 
it took so long to paint (literally) the image onto a screen, P7 was the 
best way to go. The ARRL Handbook had a receiving circuit for years that 
could be hooked up to an oscilloscope to view the picture. Of course, you 
had to change the CRT in your scope to a P7. 


Now with computers, we just store the signal digitally and display it as 
we want. But there was nothing like watching that image paint onto the 
scope screen, only to see it fade away. 


73, David Moody, KD8NY 


David A. Moody | E-mail: David.Moody@Rose-Hulman.edu 
Admin. Programmer/Analyst | Finger: mgrdam@crux.Rose-Hulman.edu 
Rose-Hulman Inst. of Tech. | Amateur Call: KD8NY (CW QRP) ex-WB9MMD 
Terre Haute, IN USA 47803 | (VMS Rules!!! (but RSTS was fun.)) 

Wk Ph: 812.877.8183 

Any facts expressed within belong to everybody. 

Any opinions expressed within are my own and are not 

necessarily the same as my employer, family, friends, etc. 

It is up to you to know the difference. 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: Michael.J.Knudsen@att.com 

Subject: Re: 3MP1 vs 3MP7 

Message-ID: <9602151724.AA13282@bock.ih.att.com> 


Funny how the new 3-character emission designators have different final letters 
for facsimile and slow-scan TV. One is for direct viewing, the other for 
printing on paper. They probablya lways sounded the same on the air, 

and with computers nowadays, what's the difference? 


This is probably off the BA topic, but it shows how the official standards 


are sort of locked into our glory days of P7 CRTs. I remember watching SSTV 
in someone's shack in a darkened room -- eerie experience. 73, mike k w9nrd/ae 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Henry van Cleef <vancleef@bga.com> 

Subject: Re: 3MP7 CRT vs. 3MP1 CRT ? 

Message-ID: <199602142048 .0AA12859@zoom.bga.com> 


The last letter and number in a CRT designation indicate the phosphor 
type. P7 is the phosphor used in radar PPI scopes. It is a twin 
phosphor, with one color at phosphorescence, one at flourescence. With 
no filter, it appears blue-violet, with a very long persistence. It 
actually is showing quite a bit of ultraviolet. With an orange filter, 
it only shows the long-persistence orange. 


P2, used in scopes in the 1945-60 period, is a similar phosphor, but the 
long persistence is green, and not as long persistence as the P7 orange. 


P1 is a plain green, and was commonly used in slower oscilloscopes. 
You'll find it in older Dumont scopes, and in Hickock and RCA TV 
service scopes up into the sixties at least. 


P31 was introduced around 1960 as a replacement for P2. It is green, 
much more like P1, but has a much faster writing rate. 


P4 is the standard blue-white "black-and-white" TV phosphor. It's 
characteristics, except for color, are similar to P1 (slow-moderate 
writing rate, medium persistence). 


Direct viewing of P2 and P7 is difficult because of the amount of UV in 
the color. The UV doesn't penetrate the glass. If you want to enhance 
the blue (fast) side of its characteristics use a blue filter. 


The difference between a 3MP1 and 3MP7 is only in the phosphor. The 
tubes are interchangeable and are electrically identical. 


You can play a lot of games with filters in front of CRT's with various 
phosphors. Keep in mind that eyes are like radio receivers, with a 
tuning range of around 3600 to 7200 angstroms (10E-10 meter). Violet 
is at the 3500-4000 angstrom length, turning to blue around 4700, green 
around 5300, yellow around 5800, and red around 6300, as I recall. 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


Hank van Cleef vancleef@bga.com vancleef@tmn.com 
KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KIA 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Chuck Penson <penson@sci.mus.mn.us> 

Subject: 3RP1 CRTs? 

Message-ID: <312249E1.2F69@sci.mus.mn.us> 


All this talk of CRTs has caused me to wonder about a good, low cost 
source for CRTs. 3RP1s in particular. Any ideas? 


Chuck Penson 
Education Division 
Science Museum of Minnesota 


penson@sci.mus.mn.us 
612.221.4510 voice 
612.224.5092 fax 

http: //comped.sci.mus.mn.us 


Standard Disclaimer: The opinions expressed are etc. etc. 


"Nothing is too wonderful to be true" -- Michael Faraday 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Steve Ellington <n4lq@iglou.com> 

Subject: Re: 3RP1 CRTs? 

Message-ID: <Pine.SOL.3.91.960214173406 .20521B-100000@iglou> 


> All this talk of CRTs has caused me to wonder about a good, low cost 
> source for CRTs. 3RP1s in particular. Any ideas? 


Try Video Display Corp. VDC 
800-241-5005 I've purchased a lot of CRT's there. 


Steve Ellington N4LQ@IGLOU.COM Louisville, Ky 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: don merz <71333.144@compuserve.com> 

Subject: 4 Pin Mic Connector 

Message-ID: <960215181059_71333.144_ DHB66-8@CompuServe. COM> 


Was someone looking for a big old 4-pin mic connector. I'v got one you can 
have for postage... 


Thanks. 
Don, N3RHT 
71333 .144@compuserve.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 

From: kloik@ccsnet.com 

Subject: 6146 

Message-ID: <TCPSMTP.16.2.14.-12.22.0.2644608140 .3232062@ccsnet.com> 


Three people offered me $50 for the five I have. 
Anyone want to break the tie? 
I also have a ton of 6GH8, any ham rig use them? 


Burt Fisher 
K101K 


http: //www.ccsnet.com 
telnet: //ccsnet.com 
Cape Cod's Internet Address 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: aa4xrm%amos.UUCP@mathcs.emory.edu (Marty) 

Subject: Re: Antique Wireless Association Spring Meet 
Message-ID: <9602151438 .AAQ2734@amos.YP.mystnite> 


This looks to be a GREAT meet with a Dr. Bowe(?) speaking on his collaboration 
with another on the definitive Transoceanic book. 


Also Marty & Sue Bunis will speak on thei published favorite subject - trans- 
Sistor radios. 


There's several judged categories including collected Amateur radio... and 
I'm considering exhibit of my active (last nite in the AWA OT CW) freudian 
twins. The RME & Stancor 69s. 

WAIT... THAT'S NOT ALL! 


Atlanta AWA is having a "Charlotte warm-up" at the summer Atlanta Hamfest 
site - once Sears Roebuck on Ponce de Leon. It'll be Saturday morning 


Mar. 9 tailgate-only at the North Ave. employee's lot. If you're in the 
nabe, do stop by and see the Philcos, Strombergs, and perhaps, the 
Brettings for swap/trade 


BTW, the Atlanta Hamfest will have AWA co-sponsorship on June 8-9. There'll 
be covered tailgating in the parking decks, scads of room, and downtown 
proximity to all the Olympic preparations! 


Marty R. 
..and Atlanta AWA is planning another, bigger 'doo' in Oct. 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Chuck Penson <penson@sci.mus.mn.us> 

Subject: BA meter repair? 

Message-ID: <3122A41A.5C42@sci.mus.mn.us> 


Hope this isn't too far off topic... 


I have a really nice General Electric panel meter of the variety 
used in commercial power generating stations. These are the 4 1/2 
inch, 270 degree jobs I'm sure you have all seen. Anyway, this one 
is non-functional for reasons unknown. My guess is that because it 
is calibrated as 0-30 DC Amps, someone tried to measure that amount 
of current--not realizing that the actual full-scall movement is 50 
mV. 


OK. The question is--where can I have the unit repaired? 


Chuck Penson 
Education Division 
Science Museum of Minnesota 


penson@sci.mus.mn.us 
612.221.4510 voice 
612.224.5092 fax 

http: //comped.sci.mus.mn.us 


Standard Disclaimer: The opinions expressed are etc. etc. 


"Nothing is too wonderful to be true" -- Michael Faraday 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Michael.J.Knudsen@att.com 

Subject: Re: BA shelves 

Message-ID: <9602141720.AA12701@bock.ih.att.com> 


At Ace Hardware you can get these solid black plastic shelves that 

don't look to bad. Made of PVC pipe and sturdy shelving, they hold 

a lot more weight than you might think. They also have an open diamond-deck 
pattern that permits air circulation. Cost $50 on sale, $60 normally. 


I'd be careful about SP600s or RAK-7s on the top shelf, but these 
units really are impressive. And they go together quickly without any 
tools. Not real pretty, but not ugly either. 73, mike k w9nrd/ae 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: robert fowle <hammarlund@voyager.net> 

Subject: bad meter/meter repair 

Message-ID: <199602150351.WAA27703@vixa.voyager.net> 


have no idea where the http ...subject, came from. sorry... 
but it should have read the above subject. 
anyway here's the meter info (again) 


Ram Meter 

1903 Barrett 
Troy, Mich. 48084 
ph. 810-362-0990 


All they do is Meter repair. 


Robert Fowle 
The HAMMARLUND Historian 
Ph. voice or fax 517-789-6721 
1215 Winifred 
Jackson, Mich. 49202-1946 
E-mail at: hammarlund@voyager.net 
HAMMARLUND LITERETURE WANTED 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 

From: Ken Corwin <kenc@smartdocs.com> 

Subject: BC-224/BC-348 Receivers 

Message-ID: <Pine.SUN.3.91.960215082445 .26525C -100000@warp10.smartlink.net> 


Hello, All- 


All order numbers associated with subject receivers are shown in the 
format: 11414-WF-43. More than one person has asked, "Does this mean my 
BC-348 was manufactured in 1943?" I thought that might have been the case 
until two individuals provided order numbers for their BC-224-Bs 
indicating: "65-NY-40 (8-18-39)" 


Does anyone know the real significance of -40? Please respond to the group. 


Information is still needed for many models of these receivers, 
particularly the early models and especially the BC-224-A and BC-348-B. 
Please respond directly to me. 


Thanks, Ken Corwin (kenc@smartdocs.com) 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: skorzep@magicnet.net (Stan Korzep) 

Subject: Re: Best Hallicrafters 

Message-ID: <199602150052.TAAQ6253@magicnet.magicnet.net> 


HYD de tecees Theftproof 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 

From: Kevin Pease <hamradio@mm1001.theporch. com> 

Subject: Re: Best Hallicrafters 

Message-ID: <Pine.LNX.3.91.960214184716 .31645B-100000@mm1001.theporch. com> 


Kevin Pease 
WBOJZG Mount Juliet, TN. 


On Wed, 14 Feb 1996, Jim Lockwood wrote: 


SX-115 - Only hallicrafters receiver with crystal controlled HFO like Drake 
and Collins, as far as I know. Very low background noise. Supremely stable. 
hallicrafter's swan song. Incredible SSB audio quality. My choice for a 
ham band receiver. 


HVVV VV Vv 


believe that the SX-117 was a similar receiver. Pretty nice but later 
year HALI and not as nice mechanically. I beleive it transcieved with the 


HT-44. 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: "Kevin E. Schmidt" <w9cf@ptolemy.la.asu.edu> 
Subject: Re: Best Hallicrafters 

Message-ID: <9602150706.AA08904@ptolemy.la.asu.edu> 


I have an SX-146 which transceives with the HT-46, and I like it. It 
is the only tube radio I have that has a VFO that is stable with line 
voltage changes with no VR tube. (I believe that the SS-1R by Squires 
Sanders also needed no VR tube.) The SX-146 has very few spurious 
responses compared to other radios of similar vintage: many fewer than 
my Drake 2B for example. It uses single conversion to one of 3 
selectable crystal filters at 9 MHz. It also was relatively cheap when 
new. 


Kevin Schmidt w9cf@ptolemy.la.asu.edu 
Department of Physics and Astronomy 

Arizona State University, Tempe, AZ 85287-1504 
(602) 965-8240 

(602) 965-7954 (FAX) 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: jml@spider.lloyd.com (Jim Lockwood) 

Subject: Re: Best Hallicrafters 

Message-ID: <mOtn6Ih-000TqkC@spider.lloyd.com> 


At 06:57 PM 2/14/96 -0600, Kevin Pease wrote: 

> 

> 

>Kevin Pease 

>WBOJZG Mount Juliet, TN. 

> 

>On Wed, 14 Feb 1996, Jim Lockwood wrote: 

>> 

>> SX-115 - Only hallicrafters receiver with crystal controlled HFO like Drake 
>> and Collins, as far as I know. 

>> 

>I believe that the SX-117 was a similar receiver. 


Brain fade set in early yesterday here at Radio Free Pollock Pines. Yes, of 


course the SX-117 is a similar architecture....essentially a cost reduced 
SX-115. 


Probably a pretty darn good receiver, altho I haven't used one. 
73, 


Jim - km6nk 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: Michael.J.Knudsen@att.com 

Subject: Re: Best Hallicrafters 

Message-ID: <9602151648 .AA13234@bock.ih.att.com> 


I have an SX-117. As Kevin says, it also uses the Collins/Drake architecture 
so is quite stable for SSB. It can be crystalled for non-Ham bands. 

It is definitely not a ship-anchor, but has a nice feel to its tuning. 

I monitored our Bosnian negotiator, Richard Holbrook, having an SSB phone 
conversation with some advisors back home as his plane flew to Paris 

for the peace talks a few months ago, on 6995 LSB, using this set. 


Styling of SX-117 is prety ho-hum. The 115 is unique looking, sort of 

a Drake 1A on steroids, and matches a TX whose number I forget. 

That pair was at a swap meet last summer for $400-$450. "Mint" is a misused 
term, fer sure, but you shuda seen these. I was short on cash or I'd still 
be looking at them. 73, mike k w9nrd/ae 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: "Allan Fritsche" <fritsche@msn.com> 

Subject: Best Hallicrafters again 

Message-ID: <UPMAILO3.199602160139510128@msn. com> 


For my small vote on the best hallicrafters I would have to say the SX-101 is 
a pretty darn good receiver. Ive got a near mint S-38C with original tubes and 
its preety good for SWL, and a Near mint S-85 for the same purpuse, but the 
SX-101 after about 2 minutes of warm up is a really stable guy. I just wished 
to Hell it wasn't so Heavy and I wasn't afraid to leave it powered on all the 
time to support the damp chaser and the heated filament of the 1st osc.I don't 
really trust the thing even though it's fused seperatly, quirk of my 
personality.BTW 

a month or two ago someone said that the SX-101MK3 had a product detector as 
part of the upgrade, Iam sorry, thats wrong the Sx-101A introduced the 
detector to the line.Personaly I can't tell the difference. 


Al Fritsche 
fritsche@msn.com 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: Steve Rodowicz <srodowic@ix.netcom.com> 

Subject: Components Handbook 

Message-ID: <199602151242 .EAAQ7806@1x9.ix.netcom.com> 


>Books from the MIT Rad Lab series show up at hamfests 
>quite a bit, but I have never seen the entire bunch for sale at once. 


MIT Radiation Lab series, 28 Volume Series 
Volume 17 is "Components Handbook" 
Volume 28 is "Index" 


More recent information regarding components (especially military) is: 


MIL-STD-198 Selection and Use of Capacitors 
MIL-STD-199 Selection and Use of Resistors 


In addition, documents published for use in the various military "ET" 
schools are a "gold mine" of both theory and practical servicing tip & 
techniques. 

One that I've used is: 


NAVSHIPS 0967-000-0120 
Electronics Installation and Maintenance Book 
"Electronic Cirpuits" 
Department of the Navy, Naval Ship Engineering Center 
circa 1972 


This is a 4 inch thick document, 16 Chapters/Sections teaching theory of 
circuit operation, and troubleshooting. It also explains related standard 
test techniques. 

Additional related publications are: 

0967-000-0130 Test Methods and Practices 

0967-000-0010 Communications 

0967-000-0040 Test Equipment 

I've not seen any of these, but expect they have similar scope. 


Presumably, the other military branches have similar publications. 


73, Steve NISR 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: montaw@inforamp.net 

Subject: Drake Parts 

Message-ID: <9602150339.AAQ028@ts13-08.tor.InfoRamp.Net> 


Drake has all kinds of parts for their radios. If you want 
to restore your Drake - you can! Just send them a letter and 
ask for the current parts list for your Drake whatever. Even 
front panels for about $15 but U gotta send them Ur old one. 
I don't know why - just ‘cause. 


You'd be surprised whats still available .... 


Wayne 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Bill Meara <w.meara@server1.codetel.net.do> 
Subject: FB BA Book 

Message-ID: <9602151127 .AA22582@server1.codetel.net.do> 


A while back we were discussing good BA books. "Fixing up Nice Old Radios" 
by Ed Romney, N4DFX, was mentioned. I picked up a copy and have been 
enjoying it very much. It is filled with very interesting technical 
information on the old hollow state gear. There are also a lot of nice 
"radio lore" sidebars. The text is filled with the kind of good, practical 
experience-based advice (especially on troubleshooting) that used to be 
available only from older Elmers in radio clubs. 

I also like the "homebrew" style in which Ed has produced the book. 


"Fixing Up Nice Old Radios" was written by someone who clearly loves the old 
gear and the hobby. Strongly recommended by N2CQR/HI8! 


73! Bill 
w.meara@codetel.net.do 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: "Nickels, Bob" <RNickels@P16.IL50.micro.honeywell.com> 
Subject: Firebottle resources 

Message-ID: <31228734@mail_gw.micro.honeywell.com> 


In browsing the Web recently I came across a good web page for vacuum tube 
info: 


http: //www.qnx.com/%7Edanh/tubeweb. html 


While the emphasis is on vacuum tube audio, there are a number of good 
pointers to other sites and some good general info on restoring firebottle 
equipment that is equally applicable to BAs. 


73, Bob - KEOt 


rnickels@micro.honeywell.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: David Metz <metzd@cfw.com> 
Subject: FS: 60,000 TUBES 
Message-ID: <9602150319.AA15158@milo.cfw.com> 
NOT ME GUYS-- THE GOVERNMENT 
Point you web browser to Defense Reutilization and marketing service: 
http: //www.drms.dla.mil 
then select: upcoming sales; international sales;international sales 
catalogs; and then the critical one-- sale # 31-6326; items # 147-169 which 
are at Hill AFB Utah. 


They tell you how to buy etc. BID DEADLINE IS MARCH 4, 1996; BID OPENING 5 
MARCH 96 


FOR EXAMPLE; 


TUBE QUANTITY 

6028 18,458 

12AL5 5600 

6AU8 6396 

6BK4C 3463 (AES PRICE:16.50) 
8627 2320 (AES: CALL!) 

7868 546 (AES 31.90) 

7025 2278 


ACS250TH 232 GOVT COST $141,789 
MANY MORE, TOO NUMEROUS TO MENTION. 


THE TOTAL COST PER THE GOVERNMENT: 1.4 MILLION 


73'S DAVE metzd@cfw.com 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: John Shriver <jas@shiva.com> 

Subject: Re: FS: 60,000 TUBES 

Message-ID: <199602151516.KAAQ8485@shiva-dev.shiva.com> 


From: David Metz <metzd@cfw.com> 
Subject: FS: 60,000 TUBES 


NOT ME GUYS-- THE GOVERNMENT 

Point you web browser to Defense Reutilization and marketing service: 
http: //www.drms.dla.mil 

then select: upcoming sales; international sales;international sales 


catalogs; and then the critical one-- sale # 31-6326; items # 147-169 which 
are at Hill AFB Utah. 


TUBE QUANTITY 

6BK4C 3463 (AES PRICE:16.50) 
8627 2320 (AES:CALL!) 

7868 546 (AES 31.90) 


ACS250TH 232 GOVT COST $141,789 


And if you win the bid, it will be by outbidding AES, who bids on just 
about every lot. Fair Radio is there to, along with Richardson, 
Davilyn, and every other tube broker you have ever seen. 


It's very edifying to look at the bid results data on a previous tube 
auction. Some tubes sell for more than the original purchase price 
(like 6550's). 


More particularly, if you win the bid, it will be by paying more than 
the going wholesale price for the particular tube. There is a 
marketplace, which exists on a FAX "network", these guys know it well. 
(Very roughly, wholesale is half of AES's current selling price.) 


Unless you have some use for 546 7868's, or 232 4CS250TH's, you will 
find it rather hard to sell the ones you don't need on the wholesale 
market without taking a loss. Unless you have a retail outlet, you 
can take a bath -- or at least tie up a lot of money. 


Of course, the 7868's will probably go to either Angela Instruments, 
or some bidder from the orient. (Same place the 7591A's allegedly 
went. ) 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: Radiomatt@aol.com 

Subject: G-186 PANADAPTER FOR G-133 

Message-ID: <960215143645_222990349@emout04.mail.aol.com> 


If you have a G-133 receiver by LTV, (repackaged 51S1), you may be interested 
in my G-186 panapter, which matches it in panel layout, knobs (the blinded by 
the bomb feelie kind---triangular, square, etc). The scope is green phosphor 
about 1.5 in high and 3.5 long; I no longer have my 133, but it lights up and 
when I hit the "marker" switch, a blip appears where its supposed to. $ 400 + 
UPS. In NY EMail Radiomatt@aol.com 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: arc5@ix.netcom.com (David Stinson ) 

Subject: Globe King 500 

Message-ID: <199602151332.FAA29495@1ix8.ix.netcom.com> 


Will the person with the information on the Globe King 500 
available in New Mexico please email me with the scoop? 


Thanks, 


Dave Stinson AB5S/7 
arc5@ix.netcom.com 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: "Colin Schmutter" <cschmutter@bcit.bc.ca> 
Subject: Hallicrafters SX-133 

Message-ID: <199602152029.MAA27130@mozart.bcit.bc.ca> 


Would anyone have information about the Hallicrafters SX-133 
receiver? 


I would like know if it is double or single conversion, general 
coverage or ham bands only, has product detector or AM only. 


Also any comments on performance would be appreciated. 
Colin 
cschmutter@bcit.bc.ca 


Colin Schmutter 


Networks and Communications 
British Columbia Institute Technology 
CSCHMUTTER@BCIT.BC.CA 


(604) 432-8858 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: TEKOCH@aol.com 

Subject: Harvey Wells T-90/R9 

Message-ID: <960215213725_ 145479432@emout05.mail.aol.com> 


I am looking for a Harvey Wells T-90 transmitter, parts rig and/or manual. 
am also looking for the matching Harvey Wells R9 or R9A receiver. Please 
contact me direct via E-mail (TEKOCH@AOL.COM) or write to me at: 


Thomas E. Koch - W4U0C 
8170 Habersham Waters Road 
Dunwoody, GA 30350 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: "Gary H. Harmon, Jr." <gharmon@txdirect.net> 
Subject: Heathkit MR-1/MT-1 

Message-ID: <199602150337.VAA00542@legend.txdirect.net> 


These little jewels arrived today. Very nice condition but I need a manual 
or copy of same for the MR-1. Also, anybody got one of the mikes with the 
large 4 pin plug or one of the mobile mounts? Please send me an email if 
you can help, especially with the MR-1 manual. Thanks very much. 


73, GARY 


<<<<<<<<< TOO many projects, NOT enough time! >>>>>>>>>> 


Gary H. Harmon, Jr., K5JWK gharmon@txdirect.net 
6302 Robin Forest K5IWK@K3WGF .STX.USA.NOAM 
San Antonio, TX 78239 (210) 657-1549 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: jml@spider.lloyd.com (Jim Lockwood) 

Subject: Re: Heathkit MR-1/MT-1 

Message-ID: <mO0tn60V-000Tw1iC@spider.1lloyd.com> 


At 09:38 PM 2/14/96 -0600, Gary H. Harmon, Jr. wrote: 


> Also, anybody got one of the mikes with the 
>large 4 pin plug or one of the mobile mounts? 


If these plugs are the same as what is on the Shawnee rig, what you could do 
is order one from Newark Electronics and graft it onto an existing mike. 

It is a type 91MC4M connector and the Newark catalog number is 39F0Q16. Not 
real cheap, the current Newark price is $13.16. 


13% 


Jim - km6nk 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: arc5@ix.netcom.com (David Stinson ) 

Subject: Heathkit Paint 

Message-ID: <199602151331.FAA29259@1x8.ix.netcom.com> 


Has anyone already had paint for the older Heathkits 
(DX-100, DX-35) mixed? I need touch-up paint for 
both the outside wrinkle case, which is the 
gray-with-a-red-cast stuff, and the dark gray on 

the front panel. 


If someone has an old front panel for this vintage 
Heath, I can have the paint matched at my lumber yard. 
I don't want to remove this panel if I don't have to. 


73 DE Dave Stinson AB5S/7 
arc5@ix.netcom.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Joe Serocki <jserocki@wwa.com> 

Subject: Help with Drake R4B/T4XB stuff 

Message-ID: <Q1BAFBOO. 58EE6460@vh3-007.wwa. com> 


I have recently purchased a Drake R4B, T4XB and MS-4 power supply and 
speaker for a kids club station. I need the manual and a knob for the = 
rfgain control on the receiver. Any help would be appreciated. 


73 

n9ifg 
jserocki@wwa.com 
847-587-2398 anytime. 


Thanks 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Joe Serocki <jserocki@wwa.com> 

Subject: HELP!!! Need Drake manual and knob 

Message-ID: <Q1BAFB09.89C9EF60@vh1-045.wwa.com> 


I have purchased a Drake T4XB and R4B with matching MS-4 ps and speaker 
for a school club station. However, no manual and no rf gain know on the 
rcvr. Can anyone out there help? 


I can be reached at 847-587-2398, jserocki@wwa.com, or Joe Serocki/35144 
Sheridan Drive/Ingleside, IL 60041 


I will of course pay postage and a reasonable copying fee..... 


thanks much in advance 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: robert fowle <hammarlund@voyager.net> 

Subject: http://www. xcitement.com/msa/ 

Message-ID: <199602150344 .WAA27232@vixa.voyager.net> 


Ram Meter 

1903 Barrett 
Troy, Mich. 48084 
ph. 810-362-0990 


All they do is Meter repair. 


Robert Fowle 
The HAMMARLUND Historian 
Ph. voice or fax 517-789-6721 
1215 Winifred 
Jackson, Mich. 49202-1946 
E-mail at: hammarlund@voyager.net 
HAMMARLUND LITERETURE WANTED 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 

From: Sandra L Knepper <slkst29+@pitt.edu> 

Subject: King Hussein's Address 

Message-ID: <Pine.3.89.9602141714.A856-0100000@unixs6.cis.pitt.edu> 


Would someone please provide me with the correct mailing address for King 
Hussein of Jordan. For those who may not know it, His Majesty is an 
amatuer radio operator who likes boatanchors. 


Thank you. 


Dave, W3BIZ 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: pbock@melpar.esys.com (Paul H. Bock) 

Subject: King Hussein's Address 

Message-ID: <9602142257 .AA26311@syseng1.se.melpar.esys.com> 


>Would someone please provide me with the correct mailing address for King 
>Hussein of Jordan. For those who may not know it, His Majesty is an 
>amatuer radio operator who likes boatanchors. 


His call is JY1, and he used to have a mailing address listed 
in the Callbook. 


73 DE K4MSG 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Sandy Blaize <70401.134@compuserve.com> 

Subject: King Hussein's Address 

Message-ID: <960215004947_70401.134_THD79-2@CompuServe. COM> 


Ha! His Majesty probably could afford one of everything made in pristine 
and mint condition! If I had his money, I'd have a Collins KW-1 for EACH 
band! Along with an immaculate fleet of Dusenburgs and Rolls-Royce 
classic automobiles! Amungst other "toys". ;-}% 

73, 

Sandy W5TVW 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 

From: kizat@bah.com 

Subject: Re: King Hussein's Address 

Message-ID: <Pine.SUN.3.91.960214225026 .11222B-100000@bo00z.bah. com> 


On Wed, 14 Feb 1996, Sandra L Knepper wrote: 
> Would someone please provide me with the correct mailing address for King 
> Hussein of Jordan. For those who may not know it, His Majesty is an 


You might want to check with Mary Ann, WA3HUP. She's (last 
I knew anyways) his QSL manager and communciates daily with him. 


jd 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: john.vercellino@n9csa.com (John Vercellino) 
Subject: Knight Kit Star Roamer value 

Message-ID: <9602141949521154@n9csa.com> 


Star Roamers go from anywhere between $20 to $50 (at the very high 
end). I£ you like to collect Knight Kits, as I do, you'll have a 
lot of fun with the radio. 


John, WB9OVV john.vercellino@n9csa.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: wOogh@ix.netcom.com (Larry Godek) 

Subject: Manuals FS 

Message-ID: <199602150347 .TAA13628@1x9.ix.netcom.com> 


Well its getting to that point in time. I have a two (2) drawer file 
cabinet in the garage thats beginning to be a pain in the U-know-where. 
In other words I have stuff I need to move out so I can pick up stuf 

off the floor and put in away. 


Here's a coupld of items that I ran across while looking for the HE80 
manual as requested by another poster. No I didn't have it like I 
thought. These are for sale either cheap or closely thereof. 


Eico model 425 5" Push-Pull Oscilloscope 2 ea. 
Eico Model 360 TV-FM Sweep Signal Generator 2 ea. 
Eico Model 221 VTVM 

Eico Model 625 Tube Tester 


These manuals are in excellent shape. Best offer by Feb.23rd 


EF Johnson "Tone Alert Instructions, 3 ea. Again these manuals are in 
excellent condx. $1 ea plus postage. 


Federal Telephone and Telegraph model FT-125-B25A. Appears to be a VHF 
mobile radio manual circa 1948. Also has Supplemental instructions 
with it. About 1' thick. $5 plus postage. 


Multi-Elmac Amateur receiver model PMR-6a. Excellent condx. 
Installation and operating instructions. $21 plus postage. 


Lots of Johnson, Heath, some Collins and other misc. stuff. All my 
Hammarlund stuff goes to Robert when I'm done with it. 


Stay tuned. 


Larry WOOGH@ix.netcom.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: morriso@vifp.monash.edu.au (Morris Odell) 
Subject: Re: Mica capacitors 

Message-ID: <199602150841.TAA11453@vifp.monash.edu.au> 


I agree micas don't fail often, BUT.... 


I have in front of me as I write this a silver mica capacitor I just removed 
from a 40 year old BA pulse generator, that shows a resistance of 5 megohms. 
The discussion here about the rarity of such failures meant this was the 
<last> thing I looked for! The thing still worked but its PRF was unstable 
on one particular range. Now I've found this one I'll look for more in 
circuits that aren't working properly. 


Incidentally this device has pulse forming flip-flops using 6AU6 pentodes in 
an unusual direct coupled mode. A loose connection in one circuit which 
wasn't working left one of these tubes operating with +105 volts on the 
grid, a grounded cathode and about +150 on the plate for a while. It had 
developed some discolourization on the envelope facing gaps in the plate (no 
doubt where bits if its innards had been vaporized and deposited on the 
inside of the glass) but still worked perfectly once the circuit operating 
conditions were restored. Lets see a solid state device do that! 


Morris Odell VK3DOC 
morriso@vifp.monash.edu.au 
A paid up anchorite and proud of it! 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: tony@bright.net 

Subject: My National RBJ Saga 

Message-ID: <199602160233.VAA12082@brutus.bright.net> 


Compelling title, eh? 


As some of you may know, I purchased the famous "$75 HRO" posted on 
rec.radio.swap some time ago. After a two month wait, (and an 

additional $50.00 in shipping and re-shipping charges, eek!) the receiver, 
ten coils, and power supply arrived from Ottawa, Canada. I was 

suprised to find that the set was not an HRO-5, but rather a version 

of the HRO Jr. made for military use during the Second World War. I 
identifed the set as an RBJ based on information from the Moore book 

and markings on one of the cans on the chassis. 


The receiver cleaned up well and seems to be in good shape. The power 
supply is rack-mount, and looks just like the one in the picture in 
the center of this month's Electric Radio. Now for the wierd part: 
the octal tubes and sockets have been replaced by miniature tubes! 

I thought at first that this was a really involved amateur 
modification, but now think that the changes were made by the 
Canadian military. A number has been professionally ink-stamped next to each 
of the sockets: 38636 (6BE6, 6C4, 6BH6), 38646 (four 6BA6's), 38768 F 
(6AT6), and 6V6-G (the only octal). All except the 6V6 are shielded. 
The antenna terminal is marked E-101. The cans are marked on the top 
and stamped on the side as follow: T-101 (RBJ51N), T-102 (21N), T-103 
(19N), and T-104 (RBJ8N). There are teminals on the rear for a 
speaker, ground, and a terminal marked BSW. The transformers in the 
power supply and receiver are all of Hammond manufacture, and most of 
the tubes were made by Roberts (Canadian, right?). 


I have a few questions about this set, and hope my fellow BA lovers 
can provide some information: 


1) Anyone familiar with a conversion (octal to minature) of this 
type? What purpose was sought in making these changes? 


2) What is the BSW terminal for? 
3) I'm not getting B+ when I flip the panel switch, but all looks OK. 
Does this set require a speaker to be connected to pass B+? I seem to 


remember that a dynamic speaker voice coil is part of the B+ circuit. 


4) Finally, a dumb one...how do you determine frequency using the PW 
dial? This is my first HRO-variant, and it's new to me. 


My apologies to all concerned for the bandwidth. 


73 de N8SNC, Tony 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: "“Lahlum Ross" <ross_lahlum@msmail.wes.mot.com> 
Subject: RE: Navy manuals for R-390A, 513-4, & others... 
Message-ID: <9602141728 .AAQ6202@kay.wes.mot.com> 


Thanks for posting the list. I have an RBC-3 & I'd like to get a manual. Can 
I write/call this depot for one, or if not, how does one get one? 
Also: I see two numbers for the RBC-3. Does that mean it's a 2-manual set? 


RBC-3 Q280-LP-032-0000 
0967-LP-973-5010 


73, 
Ross KB9JIR 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 

From: Jeffrey Herman <jherman@hawaii.edu> 

Subject: NAWAS 

Message-ID: <Pine.SV4.3.91.960214215745 .19612C -100000@uhunix5> 


Do any of you government or ex-govt communications folks know anything 
about the NAWAS (NAtional WArning System) landline network? I was at 
the county civil defense EOC tonight and heard the system come alive 
for a state-by-state rollcall test. I was very impressed with the 
quality of audio. It appears to be a dedicated nationwide partyline 
with loudspeakers in PD, FD, and CD offices, including the NWS and 
USCG. 


When I was a fireman back in Calif. in '72 there was a NAWAS speaker 
upstairs in the PD - never knew what it was, and the PD never volunteered 


any info about it. 


How old is the system? Who's the net control? How do they get such good 
sounding audio? 


Jeff NH6IL 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 


From: Bob Duckworth <rmd@ka4ybr.ka4ybr.atlanta.com> 
Subject: New guy here needs knob. (Collins) 
Message-ID: <199602150157 .UAA16859@ka4ybr.ka4ybr.atlanta.com> 


Hi- 


I'm new to boatanchors. 

I need a knob. 

It's the skirted main tuning knob for the 75A4 with factory reduction 
drive on the tuning shaft. 

I don't need one of those $1000 still in factory wrapper, NOS pieces. 
Just a useable, not cracked, all there, knob. 


-bob 
WB4MNF 


* WARNING x Do Not look into laser with remaining eye! 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: rsolomon@cctds.textron.com 

Subject: Old Manuals Found 

Message-ID: <9601158244 .AA824423864@cctds.textron.com> 


After much digging I have found a box of old manuals, like: 


R-390/URR (TM-11-5820-357-35) Minor Water Stain On Cover 
R-391/URR Instruction Book (Collins) Ditto Stain 
TMC General Catalog Circa 1971 


BC-212M/342M Preliminary Instructions Some notes on Schematic 
BC-312/342 Repair Instructions (TM-11-4001) 

Hallicrafters FPM-300 Manual 

Hallicrafters SX-146 Manual 

Hallicrafters SR-34/34AC Manual 

TM 11-487A (MIL HDBK 11A) Elec. Comm. Equip. 


Am cataloging rest, will publish soon. Still looking for those 
elusive Gonset Twins. 


Any interest in the above e-mail direct to rsolomon@cctds.textron.com 


73, Dick, W1KSZ 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: "Barry L. Ornitz" <u856010@eastman.com> 


Subject: P7 Phosphor 
Message-ID: <Pine.ULT.3.91.960214144144 .19164B-100000@dua150.kpt.emn.com> 


Don, 


The P7 phosphor has a blue, short-persistance fluorescence and an orange, 
long-persistance phosphorescence. It was used extensively in radar sets. 
The P1 phosphor has a green medium-persistance fluorescence. Some other 
phosphors you might run into is the P4 which is the standard black & white 
TV phosphor and the P31 which is an improved P1 used extensively in 
oscilloscopes. 


About the only place you would use a P7 phosphor for in an oscilloscope is 
for viewing very low frequency waveforms. It is a very handy phosphor for 
spectrum analyzers too, especially at slow sweep speeds. I have a full 
list of phosphor characteristics at home if anyone is interested. 


73, Barry WA4VZQ ornitz@eastman.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Michael.J.Knudsen@att.com 

Subject: Re: P7 Phosphor 

Message-ID: <9602142221.AA12963@bock.ih.att.com> 


Yes, pretty sure the Heath SB-620 (?) panadaptor uses P7, 
being a srot of spectrum analyzer. 73, mike k w9nrd/ae 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: w7ni@teleport.com (Stan Griffiths) 

Subject: P7 Phosphor 

Message-ID: <199602151634.IAA14546@desiree.teleport.com> 


I see you got a very good set of P7 answers except I didn't see any mention 
of the P7 as the phosphor generally used by slow-scan TV in the HF bands. 
The old Robot stuff used P7, I believe, and used an orange filter over the 
face of the CRT to filter out the blue of the writing gun and enhance the 
orange long persistence phosphor. It was just about long enough to get the 
whole picture on screen before fading away. 


Stan W7NI@teleport.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: don merz <71333.144@compuserve.com> 


Subject: Phosphorscent Thanks To All 
Message-ID: <960214212622 71333.144_DHB42-5@CompuServe. COM> 


Thanks to everyone for your help with the P7 phosphor and details. As 
usual, the people on this list are on top of their game. 


Thanks. 
Don, N3RHT 
71333 .144@compuserve.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Michael Crestohl <mc@shore.net> 

Subject: Re: R-390A NAVSHIPS manual number 

Message-ID: <199602142113 .QAA08774@northshore.shore.net> 


Hello Ray: 
If you want the latest Navy R-390A manual - 
SPAWAR 0913-LP-009-1400 


$48.00 payable to ASO/NAVICP, 
700 Robbins Avenue, Code 0862 Att'n Mailroom, Phila PA 19111 


Let us know what the quality is like, especially the illustrations! 
73, 


Michael Crestohl, KH6KD/W1 
mc@shore.net 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: Michael Crestohl <mc@shore.net> 

Subject: Re: R-390A NAVSHIPS manual number 

Message-ID: <199602151309. ITAAQ6553@northshore.shore.net> 


Hello Andy: 


I believe the SPAWAR manual is from 1986! I'm too cheap to buy one for 
$48.00! The reproduction of the new "official" manuals leaves a lot to 
be desired. 


I don't know about Marlborough! I hate that place! Those halls are jammed 
with people and its hard to see anything with everybody tripping over 
each other trying to scavenge goodies. Most uncivilized and animal-like 


indeed. Also, a lot depends on the weather. They're calling for more 
snow tomorrow night - just what we need. Come to think of it, here's more 
reasons why I probably will blow it off: 


I hate the parking arrangements and that awful bus. And that woman 
that runs the show is a real pain in the scrote to deal with. Come to 
think of it, I've never found anything good there. Naw - I think I'll pass! 


73, 


Michael 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: "Edward J. Zeranski" <ejz@nosc.mil> 

Subject: Re: R-390A NAVSHIPS manual number 

Message-ID: <9602151520.AAQ8080@manta.nosc.mil> 


At 07:13 2/15/96 -0600, you wrote: 
>Hello Andy: 
> 
>I believe the SPAWAR manual is from 1986! I'm too cheap to buy one for 
>$48.00! The reproduction of the new "official" manuals leaves a lot to 
>be desired. 
> 

The date on mine is 15 May 1985. The photos are fair but the 
Schmematics and drawings are fine. I do however prefer the 1956 Army manual. 


Ed Zeranski ejz@marlin.nosc.mil, work 
ezeran@powergrid.electriciti.com, home 
Wooden Boats, Tube Receivers, Rusty Old Trucks, The Good Stuff! 


This is a private opinion or statement and is nobody's fault but mine. No 
person,employer,or govt.should try to take credit for it! 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 

From: "Ray L. Mote" <rmote@rain.org> 

Subject: Re: R-390A NAVSHIPS manual number 

Message-ID: <Pine.SUN.3.91.960215085731.12348G@coyote.rain.org> 


Super! Darn right I'm going to order one. BTW: the list I provided was 
based on 1994 data available. Not surprised that SPAWAR and NAVSEA 
independently had different manual numbers for it. Assume it'll be the 
standard reprint from microfiche -- yecch. 


Thanks for providing the alternate data. My wife worked with the ESTEPS 
database for NAVSEA, but I never got a look at the SPAWAR database. 


Ray Mote, W6RIC <xrmote@rain.org> 


On Wed, 14 Feb 1996, Michael Crestohl wrote: 

> If you want the latest Navy R-390A manual - 

> SPAWAR 0913-LP-009-1400 $48.00 payable to ASO/NAVICP, 

> 700 Robbins Avenue, Code 0862 Att'n Mailroom, Phila PA 19111 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: jeffa@ix.netcom.com (Jeff Anderson) 

Subject: R-392 parts? 

Message-ID: <199602151420.GAA26286@1x4.ix.netcom.com> 


I'm looking for the following parts for the restoration of my 
R-392. 


o Small knobs (all) 

o Meter (small 1 mA FS meter) 

o 200 Kc. xtal calibrator (I really need only the crystal - mine 
rattles!) 

o Several (4-5) crystals from the crystal osc. assembly. 

o Power connector 


Can anyone help? 
Thanks! 
- Jeff, WA6AHL 
From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: bwb%sirius.triad.com%triada.triad.com@triada.triad.com (Bruce Bacon) 
Subject: R390/R390A Top Cover 
Message-ID: <9602151825.AA15810@sirius.triad.com> 


Greetings All, 


Just a quick and easy for R390/R390A historians - Are the top covers of 
these units interchangeable? Thanks. 


-Bruce Bacon (replies to - bwb@triad.com) Livermore, CA 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: JWilson@tribune.com 

Subject: Re[2]: Best Hallicrafters 

Message-ID: <122c6210@tribune. com> 


And I thought no one would mention the SX-111, my favorite 
because it was my first reciever, bought with my own money 
at age 14. It survived nearly 35 years of storage in Dads 
basement till I moved it to California, and it still works 
fine! Thanks Cormac! 


Jay 
AC6GR 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: lakeith@wrdis01.robins.af.mil (Larry Keith) 
Subject: Scottsdale, AZ BA haunts? 

Message-ID: <199602151456. IAAQ0750@wrdisO1.robins.af.mil> 


Looks like I have to go to Scottsdale, AZ, to visit Motorola on Feb 
25.. Any good places to wander through, in that neighborhood? 


73, 
Larry, KQ4BY 
lakeith@robins.af.mil 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: woody@austin.ibm.com 

Subject: subscribe 

Message-ID: <9602142052.AA25382@lemcke. austin. ibm.com> 


tnx es 73, 
Woody Lemcke  (kb5ykk) < I speak only for myself!> 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: "Nickels, Bob" <RNickels@P16.IL50.micro.honeywell.com> 
Subject: RE: SX-100 stability 

Message-ID: <31226CE4@mail_gw.micro.honeywell.com> 


>have what's basically a "new-in-the-box" SX-100 but the set suffers 
>from mechanical instability and backlash. 


I also have a very nice SX-100 which had similar problems initially. My 
biggest problem was intermittent contact in the tuning capacitor wipers - 
those little brass-colored springs at each rotor support. A little 
burnishing with relay contact tool or fine emery cloth did the trick for me. 


Bob - KEOT 


rnickels@micro.honeywell.com 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Andy Howard WA4KCY <102452.362@compuserve. com> 
Subject: RE: The Best Hallicrafters 

Message-ID: <960214194334_102452.362_DHT68-1@CompuServe. COM> 


At the risk of stepping out on a ledge without a safety belt here are my 
nominations for the best Hallicrafters receivers. I happen to own a 
representative model of these but there may be others that are as good that I am 
not familiar with. 


Looks most mysterious and impressive - 
SX-73 


Classic look and superior audio - 
SX-28 


Classic look, high fidelity audio, superb AM reception, good SSB reception 
without product detector (exhalted BFO), most rare - 
SX-88 


Classic look, best SSB reception, good AM reception, good selectivity - 
SX-115 


Best all around Hallicrafters for its size - 
SX-100 


While I realize that some of the newer Hallicrafters offered good performance, 
all models after the SX-115 lacked the classic look of quality that the cast 
bezel offered. Bill Halligan knew all along that while quality was important 
radios were like cars - notwithstanding what was under the skin - nobody wanted 
an ugly radio (or car). 


My nomination for the all-time classic Hallicrafters station - 
The SX-88 receiver and HT-20 transmitter 


See the picture of this station on my home page: 
http: //ourworld. compuserve.com/homepages/sweetbay 


Regards, 


Andy Howard, WA4KCY 
AMI #9 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: wx8l@vtc.tacom.army.mil (Sean McCarthy) 

Subject: Update: Zenith T.0. to trade for like... 
Message-ID: <199602152357 .SAA13993@vtc.tacom.army.mil> 


Hello again, 
Details, corrections and clarifications: 


Y600-L, chassis 6T41Z 

Complete, intact, functional, unmarked logbook 

Plastic very good to excellent 

Leather has some scratches and scuffs, white lettering on 
"wavemagnet" worn. Overall clean and in good condition. 


8GOO05YT "Clipper" chassis 8C40 

Complete, intact, functional, unmarked logbook, accy's look unused. 
Plastics good with some pitting typical to the breed. 

Black stag covering scuffed and scratched, nothing unsightly. 
Overall clean and good looking. 


I do not want to sell them, I want to trade. 
Looking for a solid state Royal 7000 
Sean McCarthy 


(810) 573-9277 
wx8l@vtc.tacom.army.mil 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Morris Odell <morriso@vifp.monash.edu.au> 
Subject: VR tubes 

Message-ID: <199602142328.KAA03955@vifp.monash.edu.au> 


Hi gang, 


I wonder whether anyone has any information on ageing of VR tubes and 


variations in regulated voltage. I have been working on a piece of gear 40 
years old and the VR tubes in it (0C3 and 0D3) are all about 5 to 10 volts 
overvoltage at rated current. Is this "normal" tolerance or have they 
deteriorated? 


Morris Odell 
morriso@vifp.monash.edu.au 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Sandy Blaize <70401.134@compuserve.com> 

Subject: VR tubes 

Message-ID: <960215004948_70401.134_THD79-3@CompuServe.COM> 


Morris, 

The stability of the voltage is more important than the 
actual voltage that the tube operates at. The OD3 (VR-150) 
is a nominal 150 volt tube. This could be plus or minus 3 volts 
depending on who made it. It should maintain this voltage 
at between 5 to 40 ma. of regulator current. This is the current 
flowing THRU the regulator and not drawn by the load. The 
voltage within this current range should stay within about 2-3 
volts maximum variation. Some tubes hold within a volt, some 
within 3 volts. The only tube checkers I know of that will accurately 
test a gaseous regulator tube are the Military TV-2 and the 
Hickok 539. You need a tester that will vary the supply voltage 
and allow you to read the current passed by the tube, while 
simultaneously being able to monitor the voltage across the tube. 
I don't remember if the popular TV-7 does this sort of test or not 
as I haven't used one in a number of years. My all time 
favorite tube testers are the TV-2 and the Hickok 539C. 


73% 


Sandy W5TVW 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Henry van Cleef <vancleef@bga.com> 

Subject: Re: VR tubes 

Message-ID: <199602150206.UAA25480@zoom.bga.com> 


On VR tube voltages, I think I've checked the voltages across 15 or 20. 
They range up to 50+ years old, and all have checked out "right on the 


money." 


If you are consistently seeing high voltage, I'd question your meter 


calibration. 


The important thing with VR tubes is their maintaining voltage within a 
narrow slope over their current range, not the absolute voltage. Even 
if they really are 5% high, they won't affect circuit operation. 0x3 
tubes are all rated 5-40 ma., and normally have a resistive slope of 
3-5 volts over the current range. 

KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK IK 


Hank van Cleef vancleef@bga.com vancleef@tmn.com 
KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KKK KAKA KKK KAKA KKK 


From boatanchors@theporch.com Thu Feb 15 07:29:19 1996 
From: Dave Heil <K8MN@clinet.fi> 

Subject: Wanted: Working type 210 tube 

Message-ID: <199602141925.VAA25972@hauki.clinet.fi> 


Looking for a functional type '10 bottle to complete a replica/original 
parts breadboard xmtr. 


73, 

Dave Heil OH2/K8MN 
Helsinki, Finland 
k8mn@clinet. fi 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: w7ni@teleport.com (Stan Griffiths) 

Subject: Re: Where to buy Globar resistors 

Message-ID: <199602151833.KAA19988@desiree.teleport.com> 


>Dear BA Enthusiasts, 

> 

>I need to find some non-reactive power resistors for an 
>amplifier I am building. Anyone know where I can buy 

>Globar resistors? I have a 50 ohm unit that looks like it might 
>be about 50 watts made by Globar. 

> 

>Thanks, Jack 


>Jack, WB8BFS 
>jackg@xetron.com Loveland, Ohio (near Cincinnati) 


Hi Jack, 


I had this same problem back in about 1973. Even before that, I had a 
Single 4-1000A in Class B grouned grid that would burn up everything I put 

in there for a parasitic suppressor. Yes, I even burned up a few Globars 
that looked like they should be good for 40 watts or so. The main problem 
with the Glowbars is that I could not seem to make a good connection to 

them. I tried all kinds of schemes using copper strapping and even 
soldering to them to no avail. The ends would heat and eventually break off. 


Later (1973), when I built my next amplifier, a pair of 4-1000As in grounded 
grid, I decided I had to find a real source of non-reactive power resistors 
to do this job right. The company I found was: 


The Carborundum Comapny 
Electric Products Branch 
Graphic Products Division 
P.O. Box 339 

Niagra Falls, NY 14302 


Phone: (716) 278-2521 


They had a line of ceramic power resistors that were just what the doctor 
ordered but they could not direct me to a dealer who sells in small 
quantities and their minimum order was $200. I got together with one other 
guy who was also building a pair of 4-1000As and we ordered 16 of them at 
$13.05 each plus 32 clips to hold them at $2.00 each for a total of $272.80. 
This is when I learned that to keep them from burning up, you need to mount 
them in the special clips that make good contact with the ends of the 
resistors. My friend and I split the order and I have since used two in my 
pair of 4-1000A rig (they are still there and working now after 23 years and 
tens of thousands of contacts later). I sold some the others at my cost to 
recover my money and have ONE left which is not for sale. My friend never 
used his and is still holding onto all of them, not for sale. 


If The Carborundum Company still makes these resistors, you can be sure the 
price has doubled or more and I know 5 years ago their minimum order had 
been increased to $300. Could be even higher now. 


Once again, in about 1990, I had another friend who admired my pair of 
4-1000As and wanted a pair of his own. We still could not find a good 
source of these resistors for him so he decided to try the technique of 
using nichrome wire to construct parasitic suppressors developed by Richard 
Measures, AG6K. I was not very confident in that method (I am a born 
skeptic), but it seemed like we had little choice but to try it. Richard 
had never put together a kit for a PAIR of 4-1000As before, but he did it 


and we used it. We had a couple of minor problems but I would call it a 
definite success and this is exactly what I would do now if I had it to do 
over again. You can get information on Richard Measures' parasitic kits 
from the following address: 


Richard L. Measures, AG6K 
6455 La Cumbre Road 
Somis, CA 93066 


Phone: (805) 482-3034 


Of course this is modern technology compared to non-inductive resistors so 
if you are trying to use old technology, you may reject this idea. I must 
remind myself that this is the BOATANCHORS group I am talking to here! 


Here is one last idea that I have not fully explored to get only one or two 
resistors. Find a manufacturer of RF amplifiers that uses exactly the part 
you want in one of their designs. Call them and say you want to order a 
relacement part. It may cost you a little extra, but I bet you can get just 
one if that is all you want. This will require a little research, but it 
may be the best solution to this parts procurement problem. Don't forget 
the get the special mounting clips with it. 


I would like to know how you eventually solve this one and so would a lot of 
others, I am certain. 


Stan W7NI@teleport.com 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 

From: johnmb <johnmb@nando.net> 

Subject: Re: Where to buy Globar resistors 

Message-ID: <Pine.SUN.3.91.960215141504 .9326A-100000@bessel.nando.net> 


Glowbar is a product line bought from Carborundum in 1993 
by CESIWID company. 


The number is 716-286-7610 
(Who is quoting from a catalog left by a salesman about 
3 months ago...I should have asked for some samples... 


the 1,000 watt, 50 ohm unit would be good for acceptance testing!) 


/john 
wb5o0au/4 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: Michael.J.Knudsen@att.com 

Subject: Re: Where to buy Globar resistors 

Message-ID: <9602151937 .AA13337@bock.ih.att.com> 


This talk of mongo ceramic resistors reminds me of the AC PS for my "new" RAK-7. 
The current regulator load resistor in there is a beautiful smooth white ceramic 
cylinder almost a foot long and maybe an inch in diameter, with metal end caps, 
held in giant clips. Looks like a giant cartridge fuse setup, except 

the outside is shiny smooth like a bathroom fixture, not the coarse white 
ceramics of electronics. 


May well be Globar that made this back in the '40s. I have no idea whether 
it's inductive (wirewound) or not -- it wouldn't need to be at 60 Hz :-) 

But it looks like something from a pwoer plant or a BC TX, not a 6-tube radio! 
73, mike k w9nrd/ae 


From boatanchors@theporch.com Thu Feb 15 21:15:10 1996 
From: wb6zwc@ns.net 

Subject: Re: Where to buy Globar resistors 

Message-ID: <2.2.16.19960215142213 .1ecfc7a2@mail-1.ns.net> 


At 12:34 PM 2/15/96 -0600, you wrote: 

>>Dear BA Enthusiasts, 

>> 

>>I need to find some non-reactive power resistors for an 
>>amplifier I am building. Anyone know where I can buy 

>>Globar resistors? I have a 50 ohm unit that looks like it might 
>>be about 50 watts made by Globar. 

>> 

>>Thanks, Jack 

>> 


>>Jack, WB8BFS 
>>jackg@xetron.com Loveland, Ohio (near Cincinnati) 


>Hi Jack, 

> 

> 

> 

>Later (1973), when I built my next amplifier, a pair of 4-1000As in grounded 
>grid, I decided I had to find a real source of non-reactive power resistors 
>to do this job right. The company I found was: 

> 


>The Carborundum Comapny 

>Electric Products Branch 

>Graphic Products Division 

>P.0. Box 339 

>Niagra Falls, NY 14302 

> 

>Phone: (716) 278-2521 

> 

> 

> 

>If The Carborundum Company still makes these resistors, you can be sure the 
>price has doubled or more and I know 5 years ago their minimum order had 
>been increased to $300. Could be even higher now. 

> 

> You can get information on Richard Measures' parasitic kits 
>from the following address: 

> 

>Richard L. Measures, AG6K 

>6455 La Cumbre Road 

>Somis, CA 93066 

> 

>Phone: (805) 482-3034 

> 

> 

> 

>Stan W7NI@teleport.com 

> 

>Hello Guys 


Yep, I must have smoked 15 or 20 or so of these so-called noninductive resistors 
on my pair. After many experiments finally got a couple to work but the were 
somewhat frequency specific; in that I could not move the amp. very far in 
frequency. 


I still have that old amp and am looking at and I know it is looking at me; 
just 
waiting for me to try again. auuuughhh! 


I will try Richard (AG6K). I not too proud to use new technology in this 
application. 

KAKKKK KK KKK KAI AKAIKE KAKA KKK 

Richard wb6zwc@ns.net 

Still looking for BLeeder 

Resistors 7.5 K @ 160 Watts 

& 575A's 

KI KKI KKK KKK KIKI KKK KAKA K KA 


